To:  Guy,  Kerry[Guy. Kerry@epa.gov];  Way,  Steven[way. steven@epa.gov];  Neville  Kingham 

(neville@kinghamcsi.com)[neville@kinghamcsi.com];  Brobst,  Bob[Brobst.Bob@epa.gov];  Kady, 
Thomas[Kady. Thomas@epa.gov];  Powell,  GregfPowell. Greg@epa.gov];  Towle, 

Michael[Towle.  Michael@epa.gov] 

Cc:  Matt  Francisfm. francis@erllc.com] 

From:  Christner,  Jan 

Sent:  Thur  8/20/2015  9:50:23  PM 

Subject:  Water  Chemistry  from  Gold  King  Mine 

Gold  King  Mine  Discharge  Water  Chemistrv.docx 
Gold  King  Mine  Discharge  Water  Qualitv.xlsx 


See  the  attached  files  with  the  Gold  King  water  chemistry.  The  Word  version  is  for  Matt  to  use 
in  the  RFP.  The  Excel  version  has  3 tabs:  GKM  chemistiy,  pond  discharge  chemistry,  and 
comparison  of  the  two  on  the  same  (mostly)  date.  The  comparison  shows  the  % removed  after 
limited  pH  adjustment  and  addition  of  Brennfloc  flocculant. 


I will  update  these  as  additional  information  is  available  (sampling  is  done  for  each  location 
every  other  day).  Please  let  me  know  if  you  would  like  additional  information. 


Jan 


Jan  Christner 
Weston  Solutions,  Inc. 
505-269-1925  (cell) 


From:  Guy,  Kerry  [mailto:Guy.Kerry@epa.gov] 

Sent:  Thursday,  August  20,  2015  10:52  AM 

To:  Way,  Steven;  Christner,  Jan;  Neville  Kingham  (neville@kinghamcsi.com);  Brobst,  Bob;  Kady, 
Thomas;  Powell,  Greg;  Towle,  Michael 
Cc:  Matt  Francis 

Subject:  call  in  number  for  phone  conference  RFP  comments  at  2 pm  local  time 


1786809 


ED  000552B  00069086-00001 


Dial  in  nurj 


Nonresponsive  Conference  Code 


Passcode: 


Kerry  Guy 

Environmental  Protection  Agency,  Region  8 
On-Scene  Coordinator 
Emergency  Response  Unit 


303-312-7288 

303-808-3831 


CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you 
received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete  this  email  from 
your  system.  Thank  you. 


1786809 


ED  000552B  00069086-00002 


